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SUBJECT: METAL DETECTORS 
REF: 75 MEXICO 8333 - NOTAL 

1 . REGRET DELAY IN ANSWERING REFTEL. 

2. WALK THROUGH METAL DETECTORS VERY EFFECTIVE ONCE THEY 
ARE OPERATIONAL. TYPICAL UNIT CAN PROCESS A PERSON EVERY 
TWO OR THREE SECONDS. 

3. SY/T HAS HAD EXCEPTIONAL AMOUNT OF TROUBLE WITH THE 15 
FRISKEM WALK THROUGH DETECTORS PURCHASED WITH -74 
FUNDS. WE ARE CURRENTLY REVIEWING MARKET TO FIND WHAT 
OTHER UNITS AVAILABLE. 

4. SY/T CURRENTLY HAS NONE OF THESE DETECTORS IN STOCK. 
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DEPENDING ON FUNDS, WE EXPECT TO ORDER A NUMBER OF NEW WALK 
THROUGH METAL DETECTORS WITH FY-76 FUNDS. BECAUSE QUANTITY 
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UNCERTAIN, WE CANNOT PROMISE AT THIS TIME THAT UNITS WILL 
BE AVAILABLE FOR MEXICO CITY AND MONTERREY. DISTRIBUTION 
WILL BE MADE IN CONJUNCTION WITH SY/FO ASSESSMENT OF CRI- 
TICAL THREAT AREAS. 

5. TYPICAL WALK THROUGH DETECTOR WILL COST APPROXIMATELY 
$2500 - $3000. INGERSOLL 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: buchantO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE040098 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JPERDEW:JNH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760064-0213 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760233/aaaabcvr.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 MEXICO 8333 

Review Action: RELEASED, APPROVED 

Review Authority: buchantO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 22 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 JUL 2004 by coburnhb; APPROVED <28 OCT 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: METAL DETECTORS 

TAGS: ASEC 

To: MEXICO 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



